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UNCLASSIFIED 

PAGE 01 ATHENS 04653 06I436Z 
ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-08 /021 W 

084582 06I439Z/64 

PR06I4I2Z JUN78 
FM AMEMBASSY ATHENS 
TO USINT BAGHDAD PRIORITY 
INFO SECSTATE WASHDC 6125 
USDOC WASHDC 

UNCLAS ATHENS 4653 

E.O. 11652: N/A 
TAGS: BEXP, GR, IZ 

SUBJECT: GENERAL ELECTRIC SEMINAR IN BAGHDAD 

REE: BAGHDAD 1177 

1. GE ATHENS OFFICE REPORTS THAT ABBOUSHI DEPARTED 
ATHENS FOR BAGHDAD ON JUNE 5. 

2. ABBOUSHI PLANS TO CONTACT USINT PRIOR TO LEAVING 
BAGHDAD JUNE 9. 
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